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PAGE 01 PHNOM 00551 100339Z 

73 

ACTION EA-10 

INFO OCT-01 ISO-OO PER-01 RSC-01 /013 W 

113998 

R 100255Z IAN 75 
FM AMEMBASSY PHNOM PENH 
TO SECSTATE WASHDC 8859 


LIMITED OFFICIAL USE PHNOM PENH 0551 

E.O. 11652: N/A 
TAGS: APER, AFSP, CB 
SUB J : PERSONNEL CEILING 

REF: STATE 003529 

1. U.S. PERSONNEL PHYSICALLY PRESENT IN THE KHMER REPUBLIC AS OF 


JANUARY 8, 1975: 

A. CIVILIAN DIRECT HIRE 60 

B. MILITARY 

1. ARMY ATTACHE 12 

2. AIR ATTACHE 4 

3. NAVAL ATTACHE 2 


4. MILITARY EQUIPMENT DELIVERY TEAM (MEDTC) 67 

5. MARINE SECURITY GUARDS AND OTHER MILITARY 

PERSONNEL: MSG - 12; OFFICER IN CHARGE 
CONSTRUCTION, CAMBODIA - 1; SEABEE - 1 14 

6. CONTINGENCY COMMUNICATIONS FACILITY 

PERSONNEL (CCF) 5 

C. PERSONNEL ON TEMPORARY DUTY AND VISITORS: 
LIMITED OFFICIAL USE 
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POL/MIL - 7; ADMIN - 1; USAID - 8; 
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DAO - 4; MEDTC - 4 24 

D. U.S. CONTRACTOR PERSONNEL: 

LOGISTICS MANAGEMENT ASSISTANCE 
TEAM (FORMERLY AIR AMERICA) - 4; 

HELIO - 1; FEDERAL ELECTRIC CORPORATION - 1; 
USAID - 2 8 


TOTAL 196 

2. THIRD COUNTRY NATIONAL (TCN) PERSONNEL IN 
KHMER REPUBLIC AS OFIANUARY 8, 1975: 

A. DIRECT-HIRE PERSONNEL OF USG CIVILIAN AGENCIES: 

(EMBASSY - 6; USAID - 3) 9 

B. DIRECT-HIRE PERSONNEL OF USG MILITARY (OICC) 2 

C. TCN PERSONNEL OF CONTRACTORS UNDER DOD CONTRACT: 
LOGISTICS MANAGEMENT ASSISTANCE TEAM (FORMERLY 
AIR AMERICA) - 17; FEDERAL ELECTRIC CORPORATION 

17; INSTITUATE MILITAIRE DES LANGUES ETRANGERES 
- 1; TACTICAL AID TO NAVIGATION (TACAN) - 4; VINNELL 
CORPORATION -31 70 

TOTAL 81 

3. AUTHORIZED POST AMERICAN COMPLIMENT BY SECTION 
AS OF JANUARY 1, 1975: 

A. EXECUTIVE - 4 

B. POLITIC AT ./MILITARY SECTION - 30 

C. ADMINISTRATIVE SECTION - TOTAL 36: 

ADMINISTRATIVE GENERAL - 2 
GENERAL SERVICES - 3 

SECURITY (INCLUDES SEABEE AND MSG) - 14 
COMMUNICATIONS - 13 
MEDICAL UNIT - 1 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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PERSONNEL - 1 
BUDGET AND FISCAL - 2 

D. USAID AND ECONOMIC SECTION - 23 

E. CONSULAR SECTION - 1 

F. UNITED STATES INFORMATION SERVICE - 1 
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G. DEFENSE ATTACHE (INCLUDES CCF) - 25 

H. OFFICE IN CHARGE CONSTRUCTION, 

CAMBODIA (OICC) - 2 

I. MILITARY EQUIPMENT DELIVERY TEAM CAMBODIA 
(MEDTC) - 71 

J. DOD CONTRACTORS - TOTAL 7: 

LOGISTICS MANAGEMENT ASSISTANCE 
TEAM (FORMERLY AIR AMERICA) - 5 
HELIO CORPORATION - 1 
FEDERAL ELECTRIC CORPORATION 1 

TOTAL 200 

DEAN 


LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: MorefiRFI 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975PFINOM00551 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75001 0-0074 
From: PHNOM PENH 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 62/aaaaccbb.tel 

Line Count: 132 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 75 STATE 003529 

Review Action: RELEASED, APPROVED 

Review Authority: MorefiRH 

Review Comment: n/a 

Review Content Flags: 

Review Date: 07 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 JUL 2003 by CunninFX>; APPROVED <20 OCT 2003 by MorefiRH> 

Review Markings: 
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Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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